
This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. 
34-R-0008 

CUSTOMER NO. 

115 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
indude Zip Code) 

DOW CHEMICAL COMPANY 

TOXICOLOGY & ENVIRONMENTAL RESEARCH 
CONSULTING 

1803 BUILDING 

MIDLAND, Ml 48674 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 

TOXICOLOGY RESEARCH LAB ] 

MIDLAND. Ml 48674 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets //necessary or use APHIS FORM 7023A ) \ 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


89 



89 

5, Cats 






6, Guinea Pigs 






7, Hamsters 






8, Rabbits 


313 

15 


328 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animais 












13. Other Animais 
























ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

hjAM^mTL^FOE^^JRINSrmmnNAL OFFICIAL (Type or Print) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 



DATE SIGNED 


11/16/2007 


Mrnio rv./r\ivi /u^o 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 




This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21i 


See attached form for 
additional information. 


Interagency Report Control No.: 



FACILITY LOCATIONS ( Sites ) - See Alached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


4. Dogs 


6. Guinea Pigs 

7. Hams.ers 

8. Rabbits 

9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 

domestic Swlr 

13. Other Animals 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 




ASSURANCE STATEMENTS 


acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual rese 
leaching, lesting, surgery, or experimentation were followed by this research facility. a u . P u, oui my, ciiu lonowing aciuai rese 

2) Each principal investigator has considered alternatives to painful procedures. 

hstituTdnal '' s'andards and regulations be specified and explained by the principal investigator and ap 

hrmf fh , Commi ee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary ine 

brief explanation of the exceptions, as well as the species and number of animals affected. y u s, mis suiimiaiy nu 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 











FACILITY LOCATIONS ( Sties ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 


D. Number of animals upon 
virhich experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili 2 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report, in addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

wk^lcl 














This report is required by law {7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 CERTIFICATE NUMBER: 34-R-0017 

CUSTOMER NUMBER: '{29 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Michigan State University 

232 Admin Bldg Off Of Rsch & Grad Stud 

East Lansing, Ml 48824 


Telephone: (517) -355-0306 

|3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used, 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasi 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 

C + D + E ) 

4. Dogs 


y5 

211 


306 

5. Cats 

7 

1.^ 

100 


1 1 5 

6. Guinea Pigs 


196 

6 


202 

7. Hamsters 


394 

9 


403 

8. Rabbits 


138 

59 


197 

Voles 


296 

307 


603 

10. Sheep 


100 



100 

11. Pigs 



12 


12 

Cow 


200 



200 

Horse 


36 

23 


59 

Ferrett 


1 



1 

Mink 


1265 



1265 

Donkey 


6 



6 

Gerbil 


4 



4 


I ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulation.s under the Act, and it has required that e.xceptiQns to the standards and reguiations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible institutional Official ) 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150, additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 34-R-001 7 1 29 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

MICHIGAN STATE UNIVERSITY 

232 ADMIN BLDG OFF OF RSCH & GRAD STUD 

EAST LANSING, Ml 48824 

(517) 355-0306 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


HufTrber of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, anaigesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animais and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

130 



TOTAL NO, 
OF ANIMALS 

(Cols. C + 

D + E) 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 
















SE FORM APPROVED EXCEPTIONS JULY 2007 


EXCEPTIONS 


Approved housing in a smaller (5”) cage instead of 
the 6” required in the Guide. In the higher cages 
the offspring are not able to get to water. In the 
shorter cages the pups learn to drink from the 
sipper tube more easily. In addition it was 
approved to allow pups to be left undisturbed until 


the pups are 10 days of age. 







Interagency Report Control No.: 


This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2M additional information. 



-n • T\ X. -n • -I j r> X- M. • FACILITY LOCATIONS ( Sites ) - See Atached Listing 

Biology Department - Field Station 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


6. Guinea Pigs 


7. Hamsters 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
expehments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-reiieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animats upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 




13. Other Animals 


Bats 

0 







ASSURANCE STATEMENTS 


^ governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual rest 

teaching, testing, surgery, or expenmenlation were followed by this research facility. mu a», ui lu, uuniiy, aiiu loiiowing aciuai rest 

2) Each principal investigator has considered alternatives to painful procedures. 

™dtuTdn'a" An1d^?SIVnd "'"I’ T " T regulations be specified and explained by the principal investigator and ap 

hnpf t ^ (lACUC). A summary of atl such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary int 

brief explanation of the exceptions, as well as the species and number of animals affected. excepuuns, mis summary inr 

4) The attending vetennarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 



I 








This report is required by law (7 DSC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.; 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21.‘ additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0019 

CUSTOMER NUMBER: -I 00 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Ferris State University 

220 Ferris Drive 

Big Rapids, Ml 49307 

A- 

/nnz 7, 7 l:io 


Telephone: (231) -591-2246 




3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


|^^^^^^^Q^^NjMA^^USE^j^^^JNDE^^Q^^QL^^RESIEARC^TACI^T^Attact^dditiona^heetrifnfrcesni^^^jse*APHI^Tom^^ 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

1 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experinnents. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8, Rabbits 


CP 



& 

9. Non-human Primates 



1 



10. Sheep 






11. Pigs 



4 


4 

12. Other Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetic, analgesic, and Iranquilizing drugs, prior to, during, and following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and reguiations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to Identifying the lACUC-approved exceptions, this summary Int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

^)^The attending velerinarlan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 








This report is required by law {7 DSC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.; 

result m an order to cease and desist and to be subject to penalties as provided for in Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0025 

CUSTOMER NUMBER: 473 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT ) 

Northern Biomedical Research Inc 

930 W. Sherman Blvd 

Muskegon, Ml 49441 

ML 


Telephone: (231) -759-2333 


1 3, REPORTING FACILITY ( List ail locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS (Sties) - SatAiAcrAaljsiiiie ' 

Ita^iUoA KtlWi 


*^EP0RT of animals used by or under control of research facility ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Nii;Ti>er of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon wnich teaching, experiments, 
research, surgery or tests were conducted Involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 


a 

0.0 

o 

Tb 

5. CaLs 

a 

0 

n 

r> 

O 

6. Guinea Pigs 

0 

o 

n 



O 

O 

7. Hamsters 

0 

n 

n 

n 


8. Rabbits 

\ 

0 

b 

o 


9. Non-human Primates 

l\l 


i 

0 


'.0, Sheep 

0 

Q 

0 

0 

O 

11. Pigs 

o 

J 

n 

0 

a 

12. Other Farm Animals 

a 

0 

n 

n 

O 


c_ 

0 

O 

r? 

o 

13, Other Animals 

0 

0 ... 

n 

O 

o 


—0. 

0 

O 

O 

n 


Q 

0 

0 

0 

c? 


O 

0 

o 

Q 

O 

1 ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
ns I utional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 


APh 



V" VO t ».yrMvi i o-^o i oo;, wiiicn IS oosoieie.) 


(AUG 91 ) 











This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21J 

See attached form for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER: 34-R-0032 

CUSTOMER NUMBER: 186 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Dow Corning Corporation 

Health & Environmental Sciences Dc-3 


( TYPE OR PRINT ) 

2200 W. Salzburg Road 

Auburn, Ml 48611 



Telephone: (989) -496-4000 



3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^^PQ^^Q^^NIMA^^SE^^^^^JNDE^^Q^^Q^O^RESEARC^FAcI^^^^ttacI^dditiona^^heet^^Tecessan^^is^APHI^ToirrTWO^S^T 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experin^ents, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5, Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 




33 



9. Non-human Primates 






10. Sheep 






11, Pigs 






12. ether Farm Animals 












13. Other Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to during and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3 ) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


DATE SIGNED 


{ AUG 91 ) 







This report is required by law (7 USC 2143). Failure to report according to the regulations can See re\ 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additior 


UNITED STATES DEPARTMENT OF AGRICULTURE 1. REGISTRATION NO 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 34-R-0033 


See reverse side for 
additional information. 


CUSTOMER NO. 

522 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

WESTERN MICHIGAN UNIVERSITY 

OFFICE OF VP FOR RSRCH, 1903 W MICHIGAN AVE 

KALAMAZOO, Ml 49008 


3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 



WEST. MICH. UNIV/OFFICE OF THE VP FOR RESEARCH 
KALAMAZOO, Ml 49008 


FACILITY LOCATIONSfsrfes) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of anin^ls upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic.analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Commillee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



APHIS FORM 7023 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 


PART 1 - HEADQUARTERS 





















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0035 

CUSTOMER NUMBER: 1 QQ 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

Hope College 

35 East 12th Street 

Afc- 

(TYPE OR PRINT ) 

Holland, Ml 49422 


OC i 2 2 ?Gll' 

Telephone: (616) -395-7722 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^EPO^^^ANlMAL^^SE^^^^^JNDE^^Q^^Q^Q^RESEARC^TACllU^^^ttacI^dditiona^heet^niecessan^Mis^APHl^TorrT^023^T 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
\«hich experiments, 
leaching, research. ! 

surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
(he use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

O 

0 

0 

0 

5. Cats 

O 

O 

0 

0 

0 

6. Guinea Pigs 

Z 

0 

o 

0 

Z. 

7. Hamsters 

(o 

o 

o 

O 

lo 

8. Rabbits 

0 

0 

o 

C 

O 

9. Non-human Primates 

D 

0 

o 

O 

0 

10. Sheep 

O 

o 

0 

O 

0 

11. Pigs 

O 

o 

o 

0 

0 

12. Other Farm Animals 

0 

0 

o 

c:? 

0 







13. Other Animals 

0 

o 

o 

O 

o 




















I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 













This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21.' 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0037 

CUSTOMER NUMBER: 200 

FORM APPROVED 

0MB NO. 0579-0036 


William Beaumont Hospital 


ANNUAL REPORT OF RESEARCH FACILITY 

Research Institute 


( TYPE OR PRINT ) 

381 1 West 13 Mile Road 

Royal Oak, Ml 48073 



Telephone: (810) -551-0666 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023aT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o- 
pain-reiieving 
drugs. 

D. Number of animals upon 

which experiments, i 

teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 



10 



6. Guinea Pigs 



1 

1 



7. Hamsters 






8. Rabbits 



66 1 



9. Non-human Primates 



i 

1 



10. Sheep 






11. Pigs 



37 



12. ether Farm Animals 












13, Other Animals 
























1 ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



APHIS FORM 7023 (Replaces VS FORM 1 8-23 (OCT 88), which is obsolete.) 

(AUG 91 ) 


DATE SIGNED 

Kh/ft 











This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21I 

See attached form for 
additional information. 

Interagency Report Control No.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0038 

CUSTOMER NUMBER: 20 1 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Oakland University 

Biomedical Research Support Facility 
Rochester, Ml 48309 



Telephone: (248) -370-4440 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


Biomedical Research Support Fac. facility locations (»K*)x-xaeK«aaKMXK)8; 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which leeching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Nurr^er of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 


-0- 

11 

-0- 

11 

6, Guinea Pigs 


58 

52 

-0- 

no 

7. Hamsters 






8. Rabbits 


-0- 

8 

-0- 

8 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. ether Farm Animals 












13. Other Animals 















i 










I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 













Registration #34-R-0038 

2006/2007 Annual Report Attachment: Summary of lACUC Exceptions to the AWA 


The lACUC approved two exceptions to the Standards and Regulations for the care and use of 
guinea pigs. The exceptions approved were variances in 1) the minimum interior height 
requirement of the primary enclosures used to house the animals, and 2) their normal diurnal 
light cycles. 

Twelve (12) guinea pigs involved in a study investigating the effects of ultra violet (UV) 
radiation on cataract formation in the lens were housed in specially modified cages containing 
two “black light” UV lamps mounted to the inside top of the cage. 

This lamp arrangement, along with the need for a 1/4” mesh screen to prevent the animals from 
coming in direct contact with the lamps or their fixtures, resulted in a minimum height of five 
inches (5”) directly under the lamps (approximately 50% of the cage floor space) and a minimum 
height of six inches (6”) between the lamps. 

The animals were exposed to the UV light continuously. Normal room lights were activated 
only for daily inspection and examination of the animals and to provide proper lighting for daily 
animal care duties. 

The health status of these animals was routinely monitored by the veterinarian, animal care staff 
and the principal investigator for signs of ill effects from the UV exposure and/or primary 
housing conditions. No complications resulting from such were encountered. 



This report is required by law (7 USC 2143). Failure to report according to the regulations can S®® attached form for interagency Report Control No.; 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2H additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34.R.0044 

CUSTOMER NUMBER: 202 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Central Michigan University 

Foust Hall, Office Of Research 

Mount Pleasant, Ml 48859 

/<&— 

OCT 1 s 2007 

Telephone: (989) -774-6777 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


^^EPQ^^^^ANIMA^^SE^^^^^^NDE^^Q^^OL'Q^RESEARC^TAci^^^MtacI^dditiona^heet^nTecessan^^js^APHi^TorrTWO^S^T 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 0 ‘ 
pain-relieving 
drugs. 

D. Number of animals upon 

which experiments, ' 

teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, ortranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5, Cats 






6, Guinea Pigs 





! 

7. Hamsters 






8. Rabbits 






9, Non-human Primates 






10. Sheep 






11. Pigs 



! 



12. Other Farm Animals 












13, Other Animals 






Gerbi 1 s 

65 

45 



45 














I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility ts adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 















This report is required by law (7 USC 2143). Failure lo report according to the regulations'can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21t 

See attached form for 
additional information. 

Interagency Report Control to.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 34.R-OO6O 

CUSTOMER NUMBER; 215 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

Macomb Community College 

Veterinary Technician Program 

44575 Garfield Road 

Clinton Township. Ml 48038 



Telephone: (586) -286-2096 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS 

USED BY OR UNDER C 

CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A. 

Animals Covered 

By The Animal 
Weffare Regulations 

4, Dogs 

5, Cats 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teac^iing, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
aninrals upon 
which teaching, 
research, 
expenments, or 
tests were 

conducted 
involving no pain, 
distress, or use o 
pain-reJieving 
drugs. 

85 . 

. 5 . 7 . .. 

0. Number of antmals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying p>ain or 
distress to the animals an 
for which appropnate 
anesthetic. ar\algesic. or 
tranquifizing drugs were 
used 

2 

, 1 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

87 

68 

6. Guinea Pigs 


12 



12 

7, Hamsters 


28 



28 

8 Rabbits 


10 



10 

9 Non-human Primates 


0 , 



0 

10. Sheep 


0 



0 

0 

11 Pigs 


0 



12. Other Farm Animals 


0 



Q 







1 3. Other Animals 


0 



0 












— 






1 ASSURANCE STATEMENTS 


1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizmg drugs, prior to, during ond following actual resr 
teaching, testing, surgery, or experimentation were followed by this research facility. 


Z) fcach principal investigator has considered alt ema lives to p jinfyi procedures. 


3) 


This facility is adhering to the standards and regulations under the Act. and it has required that exceptions (:) the standards and regulations h*' ^p-- ui ' ] 
institutional Animal Care and Use Committee (lACUC). A summary of alt such exceptions is attached to this annual report. In addition lo iden(ifvi. 5 :| 
brief explanation of the exceptions, as well as the species and number of animals affected. 


tne i.-\' ^UC -appr ./ 


. eJ ex .epiiOns, thi 5 


i.'d 1;' 
111 iv.ii y tfu 


I) The dtlending velerinanan for Ihis research fucilily has appropriate aulhonly to e nsure the pro/isiou of jdequaie veleriiidry cure and io ovaruee tnu a, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



DAft; siGtiet) 







This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 


Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0064 

CUSTOMER NUMBER: 21 8 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Borgess Medical Center 

Borgess Research Institute 

1521 Gull Road 

Kalamazoo, Ml 49048 

oc, 

2 4 1007 


Telephone: (269) -226-5407 





3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A > 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

1 B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving I 

accompanying pain or 1 

distress to the animals an ' 

for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4, Dogs 






5. Cats 



1 



6. Guinea Pigs 



1 

j 



7. Hamsters 




i 


8. Rabbits 



1 



9, Non-buman Primates 






10. Sheep 






11. Pigs 





in 

12. Other Farm Animals 












13, Other Animats 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were foiiowed by this research facility. 

2) Each principal investigator has considered aiternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 












This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.: 

result in an order to cease and desist and to be subject to penalties as provided for in Section 211 additional Information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 34-R-0121 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

0MB NO. 0579-0036 


CUSTOMER NUMBER: 424 


OCT 0 9 2007 

Northern Michigan University 


ANNUAL REPORT OF RESEARCH FACILITY 

1401 Presque Isle Avenue 


( TYPE OR PRINT ) 

Marquette, Ml 49855 



Telephone: (906) -227-2301 



3. REPORTING FACILITY ( List all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Biology Department, Sciences 
Psychology Department, Cries 



LOCATIONS ( Sites ) 


See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A, 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5, Cats 






6, Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 





— 

10. Sheep 






11. Pigs 






12. Other Farm Animals 











13. Other Animals 
























1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 












This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


1. REGISTRATION NO. 

CUSTOMER NO. 

34-R-0142 

423 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USD 
include Zip Code) 

MICHIGAN TECHNOLOGICAL UNIVERSITY 
RESEARCH COMPLIANCE OFFICE 1400 TOWNSEND 
DRIVE 

HOUGHTON, Ml 49931 


3, REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or heid for these purposes. Attach additional 

sheets if necessary.) ^ 


FACILITY LOCATIONSfsifes) 


MICHIGAN TECHNOLOGICAL UNIVERSITY 
HOUGHTON, Ml 49931 


P. 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY {Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 


Animals Covered 
By The Animal 
Welfare Regulations 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 



B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-Human Primates 


10. Sheep 


11, Pigs 


12, Other Farm Animals 


13. Other Animals 


Wolves 


Wolves 


deer mice 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18.23 (Oct 88), which is obsolete 


DATE SIGNED 

11/27/2007 


PART 1 - HEADQUARTERS 


































This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

CUSTOMER NO. 

34-R-0142 

423 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

MICHIGAN TECHNOLOGICAL UNIVERSITY 
RESEARCH COMPLIANCE OFFICE 1400 TOWNSEND 
DRIVE 

HOUGHTON. Ml 49931 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


A. 

B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching. 

F. 


animals being 

animals upon 

which experiments. 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching. 

teaching, research. 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 



teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols, C + 


experiments. 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D-fE) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


'Am 


APHIS FORM 7023A 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
























This rspOft >9 required t>y iMr (7 USC 2143). Failure U> report according lo the regulations can 
result (n an order lo cease and desist and Id be subjecl lo penaWes as provided for in Saction 21? 


Seeatiachedtormfor 
additional (nformoiion. 


Interagency Report Control No,: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTinCATE numser: 34.pn0't44 

CUSTOMER NUMBER: 1798 



ANNUAL REPORT OF RESE;U?CH FACILITY 

(TYPE OR PRINT) 


Parkedale Pharmaceuticals 
870 Parkdale Road 
Rochester, Ml 48307 

Telephone: (248) -651-9081 


|3-RffMTWQFAaUTY(lj5talHoMHoTOtt*wreartmrf3WfehoiJsedOfused^^ 

FAaUTY LOCATIONS (Sites I • SeeAtechedUsimg 

I REPORT OF animals USH) BY OR UNDER CONTROL QF RESEARCH FACIUTY { Attach wfalrtkiAal sheete If or use APHIS Form 7023A \ 

A. Number of anlrrels upon E. Number of antmata upon wNch leaching, oiperiaienls, F. 


Aitfmata Covered 
By The Animal 
Welfare Regutattortt 


4. Dogs 

5. Csfs 

6. Guinea Pigs 

7. Hamsiefa 
S. Rabfaita 

9. NonTHiman Primates 

10. Sheep 

11. Pigs 

12. Olher Farm Animals 

13. Olher Animais 


B. Number of animal 
btingbred. 
condilioned, or 
held for use tn 
coaching, testing, 
experiments, 
research, or 
surgery but iwtyt 
used for such 
purposes. 

C. Number of 
animals upon 
vAiich teaching, 
reserveh, 
experlmenla, or 
tests were 
conducted 
involving rw pain, 
disiresa, Qfuseo 
pairtrelleving 
drugs. 

D. Number of animals upon 
vMGhexpertmants. 
leeching, research, 
surgery, or tests were 
GonriMCtod (fwoiring 
aooompanywig pain or 
distress lo the animals an 
for whidi appropriate 
aneslhelic; analgesic, or 
Iranquilixing dnjgs were 
used. 

E. Number of antmals upon which leaching, experimenls, 
research, surgery nr tests were conducted invoiving 
accompanying palnortfistresSloihaaniiralsarwtforvKh 
the use of appropriate anesthetic, analgesic, or trenqu^ 
drugs vnuU have odversefy dffected Ihe procedures, res 
or inlsipretstion of tlie tea^ng. research, ejqMrimarUs. 
surgery, or lesla. ( An Mptanalion of toe procures 
producing pain or disirass in these animals and the reasr 
such drugs wara not used must be attached to this report 









0-, 

1530 

440 

0 














































TOTAL NUMBER 
OF ANIMALS 

(COLUMNS 

C+O+E) 


I ASSORANCBSTATBMgNTS | 

1 1 Frofeaslonalty aooeptable standards govern in g the care, Ireelmer^ and use or animala, inchiding appropriate use of anastatic, analgesic, and traeRuillang drugs, prior (o, during, and foaoMtng aciu^ Fe5« 
teaching, testing, surgery, or eKpedinsnlalion were fottowed by this research Caclity. 

2) Each principal Investigator has considered altemativee to pamfulprooedures. 

3) Thia radiity is adhering to Ihe standards eiyj regulations urKler the AcL and it has reqidred that excepCkvrs to the standards and regulations be specified and e>g>lalned by the prino'pat invasUgatar and ap 
InslihriiooM Animat Care and Use Comrrh^ (lACUC). A summary of alsuch exceptions Is attached to this enniial report. In addHton lo id^ifying the lACtK^epproved exceptfcms, 1hf$ sumnaiy ki< 
brief exptanatfoo of the OKCeptkxts, as well as ine stKdes and number or animals affected. 

4) The attending veterinarian lor this research tocfllty has appropriate authority to ensure toe provision of ede(|uaie veterinary care and to oversee the adecfracy of otoer aspects of aramal care and use. 


n 


paorPrtPt) 


OATH SIGNED I r 

12/17407 ! 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

34-R-0147 10106 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) // 

WEST MICHIGAN REGIONAL LABS iWr- 

1726 KNOLLCREST CIRCLE SE ' ^ 

GRAND RAPIDS, Ml 49546 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATlONSrs/les; 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) | 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
heid for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted invoiving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquiiizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

1 


4 


4 

5. Cats 

19 


18 


18 

6. Guinea Pigs 






7 Hamsters 






8. Rabbits 



133 


133 

9. Non-Human Primates 






10. Sheep 






11. Pigs 



63 


63 

12. Other Farm Animals 












13. Other Animals 
























1 ASSURANCE STATEMENTS | 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATUR^O^^^O^^NSTITUTIONA^OFFICjA^^^^^^^AM^^TIT^^J^^^WJ^N^^mONA^OFFiriA^^^j^^jTnf^^ 


DATE SIGNED 

11/20/2007 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 




This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


See attached form for 
additional information. 


Interagency Report Control No.; 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets If necessarv or use APHIS Form 7023A \ 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


6. Guinea Pigs 


7. Hamsters 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this repon 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


9. Non-human Primates 


10. Sheep 


Thi^ficil^ didlfot use a ny animals covered by AWA regulations 


11. Pigs 

12. Other Farm Animais 


13. Other Animals 




ASSURANCE STATEMENTS 


^ Standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


prior to, during, and following actual rese 


mgulanons be spedfled and e^l^ned by .be principal investigator and a 




4) The attending veterinarian for this research facility has appropriate authority to 


i appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 







This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 . CERTIFICATE NUMBER; 34-R_0 151 

CUSTOMER NUMBER: 1 1 1 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Henry Ford Hospital 

2799 W Grand Blvd 

Detroit. Ml 48202 

4 - 


Telephone; (313) -916-2024 


j 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experinrentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Siles ) - See Atached Listing 


^^£P^^^^^^j^^L^USE^^T^R^NDE^CONTROL^^RESEARC^7Aci^^^^ttech‘additiona^h6e^niecessar\^ruseAPHis'FonT7023!M 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y6 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-reiieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, researt^, 
surgery, or tests were 
conducted i^vd^4ng 
accompanying pain or 
distress to (he animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and forwh 
the use of appropriate anesthetic, analgesic, or tranquili 2 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 



ISC, 


/5C. 

5. Cats 






6. Guinea Pigs 



L. 


H 

7, Hamsters 






8. Rabbits 



i 17 


111 

9. Non-human Primates 





i — i 

10. Sheep 






11. Pigs 



7 


7 

12. Other Farm Animals 












13. Other Animals 









Li 


4 






1 








I 

I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ao 
Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions this summary ini 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Resoonsible Institufional Official t 









HENRY FORD 


HEALTH 


SCIENCES 


CENTER 



Department of Bioresources 

4002 Education and Research Bldg. 
2799 West Grand Boulevard 
Detroit, MI 48202-2689 
(.813) 876-1287 Office 
(313) 876-7250 Fax 


November 21 , 2007 

2007 USDA Report - Attachment 


Eight (8) dogswerefeda242^t content diet on the dates listed below as 
described in^H||||[mi|^^^|ACUC approved protocol #000517. These dogs 
were then transferred to Case Western (CWR) University. 


Dog 

Start Diet 

Ship to CWR 

06-127 

12/12/2006 

3/13/2007 

06-128 

12/12/2006 

3/13/2007 

06-079 

12/28/06 

3/29/07 

07-008 

1/11/07 

4/5/07 

07-009 

1/12/07 

4/19/07 

07-018 

1/20/07 

5/8/07 

07-019 

1/23/07 

5/8/07 

07-021 

2/21/07 

5/31/07 


If you need additional information, please let us know. 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for In Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

34-R-0152 13343 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code} - 

MIDWEST ANIMAL BLOOD SERVICES INC ^ 

4983 BIRD DR K](r~ 

STOCKBRIDGE, Ml 49285 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCAJ\OUS(sites) 


MIDWEST ANIMAL BLOOD SVC. 

STOCKBRIDGE, Ml 49285 


MIDWEST ANIMAL BLOOD SVC 

STOCKBRIDGE, Ml 49285 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A } \ 

A. 

Animals Covered 

By The Animat 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

D+ E) 

4. Dogs 


10 



10 

5. Cats 


85 



85 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 






Goat 


5 



5 

13. Other Animals 
























1 ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



R INRTITI ITIONAI OFFICIAI 1 M AMP Z TITI F r>c . 

T.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 

11/21/2007 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
































This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21J 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 34-R-0153 

CUSTOMER NUMBER: 30222 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Cheri Hill Kennel And Supply Inc 

17190 Polk Road 

Stanwood, Ml 49346 

4 - 


Telephone: (231) -823-2392 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) ^ 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


^^EPQ^^'p^ANiMAL^LJSE^^^^^JNDE^^O^^QL^^RESEARC^^Acii^^^^ttacI^dditiona^heet^nTecessan^rus^APHI^TorrT^023^T 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animats an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

103 

257 

0 

0 

257 

5. Cats 

57 

82 

0 

0 

82 

6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9, Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























[assurance statements 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) Thts facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC), A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate a uthority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


OlOcXoV 











This report is required by law (7 DSC 2143). Failure to report according to the regulations c 
result in an order to cease and desist and to be subject to penalties as provided for in Secti 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 


Interagency Report Control No 


1. REGISTRATION NO. CUSTOMER NO. 

34-V-0001 724 

FORM APPROVED 

0MB NO. 0579-0036 

1 2 . HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA \ 

I include Zip Code) 


VA MEDICAL CENTER (553) ,//J 

4646 JOHN R (11 R) 

N)- 

DETROIT, Ml 48201 


sheets if necessary.) 


VA MEDICAL CENTER 
DETROIT. Ml 48201 


j purposes. Attach additional 


FACILITY LOCATIONSfsrfes) 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 


Animals Covered 
By The Animal 
Welfare Regulations 


animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

animals upon 

which experiments. 

which teaching. 

teaching, research, 

research. 

surgery, or tests were 

experiments, or 

conducted involving 

tests were 

accompanying pain or 

conducted 

distress to the animals 

involving no 

and for which appropriate 

pain, distress, or 

anesthetic, analgesic, or 

use of pain- 

tranquilizing drugs were 

relieving drugs. 

used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D-t-E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during 
and tollowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




inrnio rL./r\ivi / 

(AUG 91) 


DATE SIGNED 


PART 1 - HEADQUARTERS 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


















This report is required by law (7 DSC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

VA MEDICAL CENTER (506) 

2215 FULLER ROAD 
ANN ARBOR, Ml 48105 


1. REGISTRATION NO. 

CUSTOMER NO. 

34-V-0002 

739 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, leaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSrs/fes) 


VA MEDICAL CENTER (506) 
ANN ARBOR, Ml 48105 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests w/ere 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the anirrals and for which the use of appropriate 
ane5thetic,analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and foiiowing actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


























